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665197 O - 45 - 10 


Class 19—Batteries 


eLass 19 
BATTERIES CALL TYPES) 
INCLUDES: BATTERY BOXES 


BATTERY RACKS 
BATTERY ASSEMBLIES 


RESTRICTED 


NAVSHIPS 900,109 


| 


PRR Ae eOa PSM RN x PTCA ID NPS RAN GE aT ahd TA NAAN ATG ee DMA MM NN NL NEMS AEB NA NU LET Lo EN ALE RIM LTT BELT MELA NE A HEN IM AEE 


a 
rw- 19000 JC & JSG Ru SOF 443 


BOX - BATTERY 
FOR SOUND AMPLIFIER BATTERIES. 


6/9/32 
Roy. 41 


ckn 19001 on 
BOX - BATTERY 


716/32 
wOV. 41 


19002 GENERAL USE 17-8-9 


BATTERY - STORAGE 
48 VOLTS, 5,000 M.A-H. + LEAD-ACID. 


(4390) 
TO/17/32 
ROV. 41 


19003 GENERAL USE 17-B-7 
BATTERY - DRY TYPE 0 
AIRCRAFT - 22-1/2 VOLTS TAPPED AT 12 
VOLTS. PIGTAIL CONNECTIONS + WEIGHT 
1 LB. 6 OZ. CASE DIMENSIONS 4-1/4 X 
2-5/8 X 2-3/4 OVERALL HEIGHT 3” OVER 
LEADS. 

(2469) 
4/6/35 
wOV. 41 


19004 GENERAL USE W-B-101 
BATTERY - DRY v¥30c 
45 VOLTS - 35 M.A. - HEAVY DUTY. CASE 
DIHENSIONS#8-1/4" X 4-1/2" X 7-3/8". 
OVERALL HEIGHT = 7-15/16%. 3 SCREW 
TERMINALS. 


7/7133 21308 
NOV. 41 


19004-A GENERAL USE W-B-10t 
¥-30-6 
SAME AS 19004 EXCEPT USING SPRING CLIPS 
INSTEAD OF KNURLED NUTS. 


10/27/36 21308 
WOV. 4) 


19005 GENERAL USE W-B-101 
BATTERY - ORY v308 
4S VOLTS TAFFED AT 22-1/2 Ve = 7 M.A. 
LIGHT DUTY. CASE DIMENSIONS 4-3/8" x 
2-11/716" X 6". OVERALL HEIGHT 6-5/8". 
3 SCREW TERMINALS. 


7/7/33 6508 
WOV. 41 


19006 GENERAL USE W-B-101 
BATTERY - ORY Ht5B 

22.$ VOLTS - 7 M.A. + LIGHT DUTY. CASE 
OIHMENSION 4-174" X 2°5/8" X 2-5/4" HIGH, 
OVERALL HEIGHT 3-1/4". 2 SPRING CLIPS. 


TITI3S 8156 
NOV. 41 


UAE 


Class 19—Batteries 


AMAR, 


cay 19007 TAV-20 
BOX - BATTERY. 


WT. WITH BATTERIES SO CBS. 


CAY-T-113 


7/24/33 
WOV.. 41 


cw8 19008 = st-2 “i 
BATTERY - STORAGE. 
LEAD-ACID. 36 VOLTS. 


VAT /34 
wov. 41 


cpr 19009 wos - 49329 

HYDROMETER 

APPROXIMATELY 11-1/2" OVERALL LENGTH. 
DIAHETER OF NOZZLE 1/4". 


6/8/36 PHILCO Z30A 
Mov. 41 
19010 TBO REI9AATOS 


BATTERY - DRY €A) 

1-1/2 VOLTS. (SCREW TERMINALS) CASE 
DIMENSTONS: 3-15/16" HIGH X 2-5/6" 
SQUARE WITH CORNERS ROUNDED BY 5/8" 
RADIUS; OVERALL HEIGHT: 4-5/16", 


12/29/36 CBR/AFA cG pwe, 

wov. 41 K-7369969 
19011 180 W-B-101 

BATTERY - DRY (C) WB 


7.5 VOLT TAPPED AT 1-4/2, 3, 4-1/2, 6 
VOLTS WITH TERMINALS ON EACH CELL. 
3-1/2" NEG. LEAD TO BE BLACK FLEXIBLE 
WIRES CASE DimewstOnS 4” X F/B" X 
2-3/4%3 OVERALL HEIGHT 3-1/4". 
¥2/29/36 CBR;5540 

wOoV. 41 


exo 19012 oR 

BATTERY BOX & CHARGING 

UNIT. OR 110 VOLT A.C. OPERATION- 
CHARGING RATES OF .2, .5, 1, 2.& & AMPS. 
THIS NUMBER DOES NOT INCLUDE THE 
BATTERIES, BUT PROVIDES SPACE FOR ONE 
EX(DE TYPE 3-KZH-7 STORAGE BATTERY & 3 
BURGESS TIPE 22308 B BATTERIES OR EQUAL 
3/11/37 

WOV. 41 


19013 GENERAL USE W-B-101 
BATTERY ORY H36 
4-1/2 V CHEG) 2-1/2" LONG; 7/8" DEEP; 
2-9/1-6" miGns OVERALL HEIGHT 3" (2 SCREW 
TYPE TERMINALS.) *C™ BATTERY. 


9/22/58 CB8R/SS60 
JULY 43 


19014 GENERAL USE W-8-101 
BATTERY DRY H30 
4-1/2 VOLTS. 4-1/16" LONG X 1-1/2" DEEP 
X 3-3/16" HIGH; OVERALL HESGHT 3-15/16%. 
(TAPPED AT 1-1/2 & 3 VOLTS) 4 SCREW 
TERMINALS. 


9/22/38 CBR/2370 
WOV. 41 


3.19=] 
[rinse asioneo ror | otAVEEROCH 


19015 GENERAL USE RE 135A 602 
BATTERY DRY (PACK) 
3 VOLT “A™ BATTERY, 144 VOLT “B” BAT- 
TERY, 13-1/2 VOLT "C” BATTERY & 4-1/2 
VOLT MICROPHONE BATTERY CONNECTED TO A 
-38302 SOCKET IN CENTER OF TOP. 8" LONG 
5S" WIDE 6-31/16" HIGH - OVERALL HEIGHT 
7. 
9/22/38 CBR/3F2B108 


vee 


NOV. 41 CGD/6CF2-108 


CASE DIMENSSONS 8" x 5" X 19015 
6-13/16"; OVERALL HEIGHT 7-7/32" OVER 
SOCKET COVER, 


car 19016 XAK SERIES WeB-101 
BATTERY - DRY 

4-1/2 VOLTS, CASE DIMENSIONS 5-5/16 HIGH 
X 3-3/16 X 3-59/64; OVERALL WEIGHT: 


6-15/16. SPRING TERMINALS. 


7/20/39 4F3H 


NOV. 44 
CRF- : 
CES- 19017 RBM-1. -2 


PORTASLE STORAGE BATTERY: 

12 VOLTS. 34 AMPHOURS 4T S HOUR RATE. 
SPECIFIC GRAVITY. FULL CHARGE 1.279- 
V.300. CHARGENG RaTEs START 6 AMPS -- 
FuutSH 4 AMPS. LOW VOLTAGE LIMIT 1.75 
ACRE IO-5) 


4/16/42 6TS-+91 CaysP-77038690 


FEB. 45 CRFI3S~5 subi ry 
CRF 
crs- 19017 


VOLTS PER CELL AT S HOUR RATE. 


19018 TeP RE 134 603 
BATTERY PACK: 6-9/16" WIDE 
X 9-3/8" DEEP KX 4-1/4" HIGH. RECEPTACLE 
ON TOP CENTERED 3-1/2" TO THE LEFT AND 
1-5/52" BACK AS VIEWED FROM TOP. NEW 
BATTERY RATED AS FOLLOWS: COMMON TO 
TERMINAL Al + 3 VOLTS, A2 + 148 ¥OLTS, 
B+ 156 VOLTS, C -7.5 VOLIS. 
11/9739 CoD CAY:P-7707120 
NOV. 41 sub Oo 


19018-A GENERAL USE REI3A603 
BATTERY. PACK 
6-9/16" WIDE X 9-3/8" DEEP X 4-1/4" HIGH 
NEw BATTERY RATED AS FOLLOWS: COMMON TO 
TERMINAL Al + 3 VOLTS; A2 + 1.5 VOLTS; 
‘B+ 156 VOLTS; C - 7.5 VOLTS. SAME AS 
BASIC NUXBER EXCEPT RECEPTACLE. CAN 
SLIDE + 1/56" FROM NOMINAL LOCATION. 
s/15/41 
MAR, 42 


3-1/2" TO THE LEFT AND 
11-5752" BACK AS. VIEWED 
FROM TOP, 


19018-a 


RESTRICTED 


pate marae | dARWHATNAR | 
NAVSHIPS 900,109 


3.1942 


190188 RE 134 6030 RE 134 60S 
BATTERY PACK: 
6-9/VENC HD. - 3 /TEIWIDE, 9-3/8" 40,-1/16) 
DSEP, 4-5/8"(4+0,-3/16)HIGH, NEW BATTERY 
RATED AS FOLLOWS: COMYON TO TERMINALS 
Al, +3 VOLTS, A2, +1.5 VOLTS, B. #156 
VOLTS, C, 7,5 VOLTS, SIMILAR TO -19018 
AND -19018A EXCEPT FOR METHOD OF MOUNT- 
6/5/42 : : 
AUG, 44 : 


tNG SLIDING SOCKET, TYPE 190188. 
OF SOCKET USED, AND BATT- : 
ERY TOP(wHICH INCLUOES SOCKET) HAS BEER 
INCREASED (N THICKNESS FROM 30 GAUGE TO 
24 GAUGE,- Seas Ge : 


c&S 19019 | oF, DT-Isoy > 

STORAGE BATTERY : 

6 VOLTS, 133 ANPERE HOURS; 11-3/4" X 
6-7/8" X 9-3/8" HIGH; WEIGHT - 50 LBS: 


« ¥ 


11/24/39 PCA16453- 
NOV. 41 SERIA 


“enc 19020 zB 
DRY BATTERY 
6 VOLTS 


10/17/40 718. Cw DWG. ESO- 
NOV. 41 ee ys O7OS25°9 


cnc 19021. 28. 
DRY BATTERY 
45 VOLTS 


10/17/40 482 Cw OWG. -ESO- 
NOV. 41 a f2 678325-2 


19022 *® SEE BELOW EN28/1379 
PAT BATTERY — wSA4t : 
3 VOLTS. 


* SONO RADIO BUOYS. 
$/22/41 CBR3 4862 
WOV. 41 


19023 * SEE BELOW EN28/1379 
"B° BATTERY RSA4I 
5® VOLTS. 


* SONO RADIO BUOYS. 
4/22/41 CB8R510838 
“ wov. 4! igs 


19024 © * SEE BELOW EN28/1579 
"ce BATTERY * wsaal 
3 VOLTS. ‘ 


® SONO RADIO. BUOYS. 
4/21/4405 CBR332BP 
nov. 4) 


Class 19—Batteries. 


rw- 19025 OR-2 RY SOA 2624 
BATTERY BOX 
TO HOUSE FOUR NAVY TYPE -19004 45-VOLT 


"RB" BATTERIES. 


8/11/43 
NOV. 43 


cod 19026 UME 
ORY BATTERY UNIT 
VOLTAGE 7.5 AND 300 VOLTS. 


@ CGOsBE21S41; CKD205529-1 REV 2 


a/t7ed 640L110 @ SEE ABOVE 
AUS. 42 
cer 19027 me RE BSA 66S 


BATTERY PACK: 


“VlU/2/67-4/27135 WITH C SECTION, 6 VOLTS 


PCBRIMF-2823, 2824, 2625, 2826, 2827, 
2€29, 2829, 2330 


4/44/42 8MXX90M4 *SEE ABOVE 


OCT. 42 


19027-A MaB 
BATTERY PACK: 
14/674/135 V WITH 6 V SECTION. SAME AS 
BASIC NUMBER EXCEPT 1S OF BETTER DESIGN. 


3/20/43 NAB COES438NXX90MG 


BAR. 44 


19028 Toc 
BATTERY: 3/90 VOLTS; 
4" K 1-3/4" KX 4-1/2" HIGH, 3 PRONG 
SOCKET. -A AND -8 COMMON 


4/20/21 
JUNE 42 


cls 19029 TBY SERIES 

STORAGE BATTERY: 

RATED 4 VOLTS, 40 AMNPHOURS AT 16 HOUR 
RATE, NON-SPILLABLE POLYSTYRENE CASE. 
INCLUDES A METAL BATTERY CONTAINER FOR 
PROTECTING THE BATTERY. 


As2ash2 S-10NS An-1066 


JUNE 42 ; suB Oo 


cre 19030 RER 

BATTERY POWER UNIT? 

CONSISTS OF MOUNTING RACK AND COVER, Two 
TYPE -19031 “"A™ BATTERIES, ONE TYPE 
“19032 "B" BATTERY, OUTLET FOR USE with 
CONNECTING CABLE. FOR USE WITH NAVY 
TYPE CFE-80138 CASE. 


5/96/42 ae CFES102-8.108 


ocr. 42 : : REV 0 
19031 RBR 


"A" BATTERY: 1-9/2 VOLTS. 


8/16/42 CNC:950 
BAR, 44 5 


CG2K-$42201 
REV 0 


19032 RBR 
"B" BATTERY: 6?-1/2 VOLTS. 


8/16/42 CNC 2467 
JUNE, 42 : 


c8R 19033 * SEE BELOW 

"B" BATTERY: . 

ORY BarreRy, 22-1/2 VOLTS, TWO 6” FLEX- 
IBLE LEADS WITH SOLDERED ENDS. OImEM- 


SIONS 3-7/16"% LONG, 2-3/52" WIOE, 2-19/ 


* GENERAL MARINE CORPS USE 

6 CBR:4156 SPECIAL, (SIGNAL CORPS TYPE 
Ba-2) 

6/10/42 6 SEE ABOVE CBR:1987 

AUG, 42 : 


32” HIGH MAX. DIMENSIONS ~ car 19033. 
WITH -1/16" TOLERANCE. 
SIG. CORPS. DWG I1206Al-3 


- 19033-A GeneRaL use 
7B" BATTERY . 

CONSISTS OF 2 BANKS OF EIGHT 163 MINI- 
MAX ASSEMBLIES 24 VOLTS. MECHANICALLY 
UNTERCHANGEASLE WITH -19033. NATIONAL 
CARBON TYPE 763 EXCEPT TwO FLEXIBLE WIRE 
TERMINALS INSTEAD OF TWO SCREW TERMINALS. 


12/28/43 CNC3763 MODIFIED CNCSWHDB435-A 
FEB. 44 


19034 , ‘ RE 13A 660 


DRY BATTERY PACK: 
"A" SECTION 1-1/2 VOLTS, "8" SECTION 90 


VOLTS. HAS A $3 PRONG FEMALE PLUG RE- 
CEPTACLE TO ADMIT AN E8% MOSEL 66-3 B 


OR EQUIVALENT PLUG. WITH A LOAD OF 4 


OH“S ON THE "A" SECTION ANDO 4500 OHMS ON 
THE -"B" THE CLOSED CIRCUIT END VOLTAGES 
6/22/42 CRBI2ZW60 

AUG. 42 


WILL DROP TO 1 VOLT "A® 19034 
AND 68 VOLTS "8° AFTER 

130 MINUTES. MAX. DIMENSIONS 1-7/8" Xx 
$-5/8" x 4-1/2" CINCHES)?. WEIGHT 2 
POUNDS. PLUG RECEPTACLE ON 5-S/8" X 4- 
1/2" SIDE, : a 


Cox 19035 TOK 

STORAGE BATTERY: ; 

6 V, 3 CELLS, 1? PLATES EACH; 256 ANPERE 
HOUR RATING CHARGING RATE APPROXIMATELY 
10 AMPERES OR TRICKLE CHARGE X AMPERE. 
DIMENSIONS: 8" WIDE, 21-S/8" LONG ANO 
124" HIGH. WEIGHT: 170 POUNDS. LEAD ACIO 
ELECTROLYTE. WOOD CASE COVERED WITH 
6/24/42 CGK:TITAN CTYPE) CRMZTS-52? 
SULY 43 HT-17 CELLS sus 0 


cox 19035 
ACIO-RESISTING PAINT. 


NAVSHIPS 900,109 


_ RESTRICTED 


FIRST ASSIGNED FOR 


ecv 19936 TOM 

STORAGE BATTERY: 

RATED 6 VOLTS, 82 AMP HOURS. LEAD-ACID 
TYPE WiTH 3 CELLS. (DIMENSIONS 9" LONG X 
7" WOE X 27-3716" HIGH). 


RATAN S 


8/14/42 ST-2031 
OCT. 42 : 


cco 19037 AMA 
“A” BATTERY? 
3.5 VOLTS 


10/26/42 TYPE L 
APR. 43 SiGeCORPS BA-37 CGC248827576 


c8R 19038 AMA 

"eB" BATTERY: 

PROVIDES 100 TO 140 VOLTS, 67 TO 73 
CELLS. 


1026/42 Xx69 
APR. 43 SIG.CORPS BA-38 


COG348B25848 


RA 19039 *SEE BELOW 

BATTERY POWER UNST? 

SUPPLIES OPERATING VOLTACES FOR NAVY 
TYPE RA-46201 


*FOR USE WITH ARB OR RU-19 
V2418/42 = 
APR. 43 


cex 19040 RBZ 

BATTERY POWER UNITS 

UNCLUDES BATTERY FRAME-HOLDER, ONE NAVY 
TYPE -49032 “B" BATTERY AND TWO NAVY 
TYPE -19031 ‘A™ BATTERIES. 


V4187485 
APR. 43 


cum 19041 QBG 

BATTERY BOX: 

INCLUDES SIX 45 VOLT BATTERIES AND ONE 
SIX VOLT STORAGE BATTERY (6V-SBM-100AH). 


1730/43 CFFSA-320 
APR. 43 
ewe 19042 . GENERAL USE RE 135A 585 


STORAGE BATTERY: 

NOMINAL RATENG 6.4 VOLTS AT 1.2 AMPS. $3 

CELL. PERCHLORIC ACIO ELECTROLYTE, MAX, 

DIMENSIONS 2 378" HIGH. 3 9/16" WIDE AND 
1 13/16" OEEP, & AMP-HR CAPACITY WEIGHT 

1.9 POUNDS WET. 1.5 POUNDS ORY. CONTAIN- 
ER AND COVER POLYSTYRENE, SAME AS ~19046 


2/2743 CaBsPA-5-6 Cw3:26279 
NOV. 43 REV A 
cw8 19042 


EXCEPT FOR ELECTROLYTE. 


[ser as oe 


Class 19—Batteries 


HATTA 


19043 GEN USE + 1787 
A" BATTERY: 6-VOLTS, DRY 
HAS 16 SIZE "F™ CELLS (OF SPEC W-3-101 
ARRAHGEO ON 4 BANKS OF 4 IN SERIES, 
6-378" X 8-174" K 2-3/4". HAS BINDING 
POSTS AND CARRYING HANOLE. BINDINS POSTS 
OH THE 2-3/4" X 8-174" FACE. RATED 160 
WATT *+HOURS, 
275743 C3R24F 4H 
SEPT 43 


CBRSMF-1449 


cuz 19044 *SEE BELOW 

BATTERY POWER UNIT: 

OUTPUT 67 1/2 AND 1 172 VOLTS DC. USES 
(3) #4156 BURGESS OR SIG CORPS BA-2 AND 
(2) #16 DRY CELL OR EQUIVALENT. 


*FOR USE WITH ATH-1 
3427743 
AUG. 44 


DR-NO-8 
DATED 345/45 


cer 19045 OAS 

BATTERY PACK: 

iy 172 AND 90 VOLTS. OVERALL DIMENSIONS 

2 7/16" DEEP, 8 1/8" WIDE, 4 11/16" HIGH 
WEIGHT 4 ruUNOS 12 G2. -SOCKET NUMBER 
#2671 (4 PRONG). 


3/29/43 CBR:4TAGO COREMF2372— 


SEPT 43 


19946 *cEN USE RE 9031 
STORAGE BATTERY: 

NOSEMAL RATING 6.4 V AT 1,62 AMPS. 3 CELL 
LEAD ACID ELECTROLYTE. 5 AMP-HR CAPACITY 
MAX DIMENSIONS 2 3/8" HIGH, 3 19/352 WEOE 
AND 1 43/16" OZEP, WEIGHT 1,9 POUNDS 
WET. 1.5 POUNDS ORY. CONTAINER ANC COVER 
MFIRST PURCHASES ¥Xg9-51092 FOR USE WITH 


4/13/43 CH3BSN-T-6 CH3 22626157 
SEPT 43 6914 ISSUE A 
19946 


BAB POLYSTYRENE. SIMILAR TO -19042. 


cud 19047 ¥GEN USE 

BATTERY POWER UNIT: 

POWER UNIT FOR NAVY TYPES -46205,206, 
207, RF TO IF CONVERTERS, INCLUDES 7 
BATTERIES, ONE NAY? Sie -19020 aad 6 
Wave Tfee -19052, IwO OF WHICH ARE 
SPARES ay 
*NXss-26590 

6/4043 

NOY. 43 


cer- 19048 For USE WiTH TDC RE-19AA507 
PRIMARY BATTERY: 

RESERVE PRIMARY TYPE BATTERY. RATED 3.8 
AND 90 VOLTS HAS A 3 PRONG RECEPTACLE. 
WAS SARAN PLASTIC CASE. USES PERGHLORIC 
ACIO AS ELECTROLYTE TYPE NUMBER INCLUOES 
75CC OF ELECTROLYTE WHICH 1S SHIPPED UW 
SEPARATE CONIAl ace BUT wiTn Tie BATIERT. 
arssas 

MAR, 44 


cer- 19943 
FILLED BY NAVY TYPE -10224, SAME AS NT 
19052 EXCEPT USES 3-PRONG RECEPTACLE. 


RESTRICTED 


3 . 19. 3 
Fist assignen rox | o¥AML SPAYING, 


cud- 19049 GENERAL UsE* 

BATTERY POWER UNIT: 

POWER UNIT FOR NAVY TYPE -46212, -46213, 
AND -46214 RF TO IF CONVERTERS. CONSISTS 
OF 7 BATTERIES; I.E. 1 NAVY TYPE -39020 
AND 6 NAVY TYPE -19032, 

TWO OF WHICH ARE SPARES. SANE AS 
*NXg3-31005 

8/10/43 205 

NOV. 43 


vebeaion 


cuo- 139949 
CUO-19047 EXCEPT HAS 3 RECEPTACLES 
INSTEAD OF 1, 


cw- 19050 
BATTERY: 
PRIMARY TYPE; 4 CELLS AT 1,5 VOLTS PER 
CELL, APPROXIMATELY 7” X 2 11/16" X 

8 1/4"; CASE MATERIAL 1S BAKELITE. 
CAPACITY? 6 VOLTS AT 0.005 AMP FOR 48 
HOURS OR 6 VOLTS AT 4,0 AMP FOR 12 
HOURS. WEIGHT: 8 174 POUNDS. 

Bf 24/43 KS-5486 ESA-660586 
MAR, 44 ISSUE 1 


NAA-UX33-31643 


CGG- 19051 MAN 

STORAGE BATTERY 

OUTPUT: 6 VOLTS OC. 3 CELLS. CONTAINED 
iN A VENTED, METAL BOX. 


L2/4faa — TSR-215 
FEB. 44 


cue 19052 
PRIMARYBATTERY 
RESERVE PRIMARY BATTERY. RATED 3.8 AND 
90 VOLTS. HAS A 4 PRONG RECEPTACLE. HAS 
POLYSTYRENE PLASTIC CASE. USES PERCH- 
LORIC ACID AS ELECTROLYTE. TYPE NUMBER 
IMCLUDES 100 CC OF ELECTROLYTE WHICH IS 
SHIPPEO IN SEPARATE CONTAINER BUT WITH 
2/22/44 RE 19AA107 
MAR, 44 : 


GEN RADAR USE 


cJF 199052 
BATTERY. FILLED BY NAVY TYPE -10224 OR 
=10324. SAME AS NAVY TYPE -19048 EXCEPT 
USES 4 PRONG RECEPTACLE. 


cBR- 19053 GEN. USE 
PILOT BALLOON BATTERY 
2 CELL, 3.42 VOLTS. WATER ACTIVATED. 
INCLUDES MINIATURE SCREW BASE TO ADNIT 
MAZDA 263 LAMP. 


REISA9T2 


3/1744 
MAR. 44 


cw8 19054 MAE=1 

STORAGE BATTERY 

2 VOLTS, 27 AMPERE HOURS. CONSISTS OF 

11 LEAD PLATES AND TWO LEAD ELECTRODES 
TN A SULPHURIC ACIO ELECTROLYTE. SPILL 
PROOF VENT ON TOP FOR FILLING AND CHARGE 
INDICATOR CONSISTING OF 3 COLORED BALLS 
FLOATING IN VERTICAL COLUMNS, 

6/25/44 27-2 CKV3A-62322 
oct. 44 Rev 1 


care | SAWHARTVAN'S | SRANHTACTERE 
NAVSHIPS 900,109 


3.19-4 


cKy-19055 MAE-1 
BATTERY ASSEMBLY 
CONSISTS OF 3 TYPE 
NECTEO §N PARALLEL, 
CARRYING CASE WITH 
CEPTACLE. FOUR HASP 
PROVIDED FOR CONNEC 
TRANSSITTER RECEIVE 
2/25/44 W-40529-1 
JULY 44 


719054 BATTERIES CON- 
MOUNTED §N A STEEL 
AMPHEHOL TYPE 6IF RE- 
S A TOP OF CASE ARE 
TING WITH -43064 
R. 

W-40529-1 

REV O 


CBR- 19056 GEN. SONAR USE 
BATTERY WATER ACTIVATED 


6 VOLTS, 12 AMPS FO 
IN SERIES PARALLEL. 
2 176" HIGH AND 2 3 
TWO 1 1/2" LEADS PR 


9/1144 4CC1I67 
OCT. 44 


CwS- 19957 Tov-t 
STORAGE BATTERY 
RATEO 6 VOLTS, 100 
HOURS OLSCHARGE RAT 
EACH, RUBSBER INSULA 
9 14t6" KX 9 1357136" 
39 POUNDS. ELECTROL 


9/27/44 HR-1-100 


MAR. 45 


cféu- 19058 AN-5 
BATTERY BOX ; 
CONSISTS OF TYPE SB 
AGE BATTERIES INSTA 
CARRYING CASE TOGET 
FUSES, CIRCUIT BREA 
RHEOSTAT. BATTERIES 
AT 12v DC CONNECTED 
tos23s4aa 

DEC. 44 


R t7 WUNUTES, 4 CELLS 

CYLINDRICAL CYLINDER 
416" IN OFAMETER WITH 
OTUOING FROM TOP. 


AMPERE HOURS AT 20 

€. 35 CELLS, 17 PLATES 
TED. DIMENSIONS 

X 8 11/16". HEIGHTS 
YTES SULPHURIC ACID. 


CUFSX-P-46523 


M-SSAH 6 VOLT STOR- 

LLED tW A PLYWOOD 

HER WITH NECESSARY 

KER, VOLTMETER AND 
PROVIDE 30 AMP HOURS 
(N SERIES PARALLEL, 


cFL- 19058 


CASE SIZE: 4S 17" ¥ 12 172" X 42 578", 


c#a-19059 DBA 
STORAGE BATTERY UNI 
WELLARD TYPE RH-96 


T 
(N A WATERPROOF METAL 


CASE. 12 VOLTS, 50-68 AMPERE HOURS. 


1179744 
DE. 44 


BATTERY STORAGE 
RATED #2 VOLTS, 34 


CATN 19960 $0-7H/S0-7N 


AHP. HR. CAPACITY 


FOR § HOURS RATE OF DISCHARGE 6 CELLS, 


LEAD PLATES. STAND 


UP TERMINALS WITH 


WING NUTS, HARD RUSZER CASE, DIMENSIONS 
10 9796" X 5 172" X tl S76". SHIPPED 
DRY. CHARGED LESS ACID (N SEPARATE CON- 


wWISt4s. C2 
FEB. 45 


CATNSB-32914 


caTN 19060 


TAWNER. USED §N GASOLINE ENGINE GENER- 
ATOR-SOURCE OF IGNITEON POWER. S 


ear AMARA? | MUIR |_| 


NAVSHIPS 900,109 


Class 19 —Batteries 


cwB- 19061° Hen 
BATTERY, STORAGES 


RATED 6.34, 25 AMPERE HOURS, PLEXIGLAS 


CaSE 7 1/2" LONG X 2 
HIGH. 


3/2/45 ERH-25-6 
APR. 45 


pars | MANAGES | MANTRA [| re | 


1/2" wipe x 6 3/4" 


“RESTRICTED 


MBRASHETS 


[eRAGLRES. [ease assim vor | AAA RRO OT [ase assioneo roe | AVERY, SACRE, [ruesr assioneo ror | oRAVEGRAIN, 
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